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1. PERFECT GLASS 


It is almost impossible for a piece of defective glass to 
go into the manufacture of Bar Lock CRUSHPROOF 
Sidewalk Lights. Not only is the glass made out of the 
most resistant material, but every single piece is sub- 
mitted to a polariscope resistance test before it is glazed 
into the cast iron shield which is then set in the 
concrete. 


Furthermore the bottom of the glass is moulded in a 
form that diffuses the light to the greatest advantage. 


2. LEAKPROOF MATERIAL 


Bar Lock CRUSHPROOF Sidewalk Lights are guar- 
anteed on account of the scientific way in which they are 
made. Each piece of glass is placed in a metal shield before 
being set in the concrete. A special elastic filler of tar and 
sulphur has been perfected for glazing the glass into the 
shield. This filler is melted twice before being used in order 
to eliminate the crystallization of the sulphur. Further- 
more, in order to assure perfect adherence, the shields 
and the glass are maintained hot while the filler is being 
poured in. For this purpose heated metal tables are used. 
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3. SKILLED LABOR 

The manufacturing and installation of Sidewalk Lights 
has become a highly specialized industry. It takes special- 
ists to glaze the glasses into their metal shields, specialists 
to make the filler that is used for this glazing. It takes 
another line of specialists to build and set the forms for the 
reinforced concrete. Even the pouring of the concrete is 
much more complicated than on any other type of con- 
crete construction. For all these particular functions the 
American Bar Lock Company has developed a group of 
very skilled workmen. This is another factor that is back 
of the guarantee furnished with every installation of 
Bar Lock CRUSHPROOF Sidewalk Lights. 


4. EASY REPLACEMENT 

Although it is extremely rare that a glass in Bar Lock 
CRUSHPROOF Sidewalk Lights becomes broken (it only 
happens by accident or abuse) the construction is so 
made that a glass can very easily and quickly be replaced 
as no skilled labor is required. The broken glass can very 
easily be removed from the cast-iron shield which remains 
anchored tight in the concrete. Just as easily a new piece 
of glass can be slipped into its place. Bar Lock Elastic 
Compound is then poured into the groove to make the 
job watertight. And to insure this replacement easier 
yet—the American Bar Lock Company is making a special 
offer of furnishing the glass free of charge, f.o.b. factory, 
during a period of five years. 
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SPECIFICATION 


3" Round 
4" Square 
shield protected, Lazalite, polariscope-tested glass, glazed with 


Bar Lock CRUSHPROOF Sidewalk Lights cast-iron 


double heat-treated Bar Lock elastic filler, including signed guaran- 


tee to furnish glass for replacement free of charge f.o.b. factory, fora 


period of 5 years. 
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